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PRESENTT AND 
PROPOSED Mvsevms 
COMPARED AT SAME SCAtX\ 






Present Museum. 



Present and Proposed Museums Compared at Same Scale 

Comparative Table of Dimensions and Areas. 

I. DIMENSIONS. 



Length of Copley Square elevation 
Length of Dartmouth Street elevation 
Dimensions of interior court .... 
Dimensions of rectangle occupied by building . 



212 ft. 

154 ft. 

64 x 86 ft. 

154 x212 ft. 



Proposed Building. 



Length of Huntington Avenue elevation 
Dimensions of forward blocks (J a P anese an d Egyptian) 
Dimensions of forecourt ..... 

Dimensions of courts for casts from sculpture . 
Dimensions of rectangle occupied by building . 



501 ft. 

94 x 128 ft. 

110 x232 ft. 

48 x 88 ft. 

240x501 ft. 



Completed Scheme. 



Dimensions of rectangle occupied by Museum building 
Length of Huntington Entrance elevation (Classical block) 
Length of Fenway elevation (Picture block and wings) 
Length of Picture block proper ..... 
Dimensions of large interior courts .... 

Dimensions of exterior courts, formed by Japanese and Egyptian wings 



486 



154 x 
70 



630 ft. 
296 ft. 
630 ft. 
310 ft. 
212 ft. 
x 98 ft. 



The centres of the five main blocks of the plan are practically equidistant from the Rotunda - 
200 feet. 



(/) External Areas. 



Area of Museum building 
Area of school building 
Area of building for casts 

Total area of buildings 
Area of open courtyards 
Area unoccupied 

Area of lot 



II. AREAS. (In Square Feet) 

PRESENT 
MUSEUM 

26,930 



26,930 

5,418 

62,552 

94,900 



PROPOSED 
BUILDING 

73,000 


COMPLETED 
SCHEME 

1 82,500 
1 6,650 
26,680 


73,000 
445,714 


225,830 
79,130 

213,754 



518,714 



518,714 
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(//) Floor A reas. 
By Departments : 



II. AREAS— Continued. (In Square Feel) 



Chinese and Japanese Art 

Classical Art 

Egyptian Art 

Pictures (including Prints) 

Western Art (excluding Pictures) 

Library and Photograph Collection 

Cast Collections 

Administration, including curator's rooms, class 

rooms, special libraries, exhibition, storage, etc. 
Other uses, including heating, ventilation, sani- 

talion and storage .... 

Totals ..... 



PRESENT 
BUILDING 

9,180 
6,664 
3,260 

11,065 
6,563 
2,586 

10,732 

16,748 

7,536 
74,334 



PROPOSED 
BUILDING 

1 7,428 
18,806 

6,787 
2 1 ,320 
13,233 

5,274 
12,034 

43,449 

38,988 
177,319 



By Floors : 

Basement 
First floor 
Second floor 
Attic 

Totals 



PRESENT 
BUILDING 




PROPOSED 
BUILDING 


21,107 

22,826 

22,658 

7,743 


Basement 
Ground floor . 
Main floor 
Attic 


60,971 

58,622 

50,976 

6,750 



74,334 



177,319 



The attic of the present building contains classrooms for the School and space for storage. The attic of the proposed 
building affords room for the Library stack, for the reserve of Paintings with the studio of the Keeper of Paintings, and for 
other uses. 



III. HEIGHT OF ROOMS. (In Feet) 



Basement 
Ground Floor 
Main Floor : 

a. Top-lit Rooms 

b. Side-lit Rooms 



PRESENT 


PROPOSED 


BUILDING 


BUILDING 


. 10 


Basement . . 11 


. 18 


Ground Floor . . \3/4 




Main Floor : 


24-28 


a. Top-lit Rooms . 23 


20 


b. Side-lit Rooms 1 4-20 



Large Scale Drawings in Plan, Elevation, and Perspective of the New Museum 
Building are now on exhibition at the Present Museum. 



